Kerry Dixon 

Thu, 11 Oct 2018 14:55:21 +0000 
To: Delcour, Tiffany 
Cc: Smith, Kayiee, Jim Larson 
Re: Update 

Attachments: imaqeOOl .png (11.8 KB) 


Yes, we are taking pressure readings at every fountain and they’re averaging between 70psi and 80psi. 

Sent from my iPhone 

On Oct 11,2018, at 9:48 AM, Deicour, Tiffany < Tiffanv Deicour@ODsb.us > wrote: 

Thanks. Let me know how Kenilworth goes. Also are you taking pressure readings before the install? Have 
you seen any issues? 


From: Kerry Dixon [ mailto:kerrv ( a)kskmechanicalllc.com1 

Sent: Thursday, October 11, 2018 8:12 AM 

To: Delcour, Tiffany < Tiffanv Delcour(5 )o psb.us > 

Cc: Smith, Kayiee <ka vsmith(5 )o psb.us >: Jim Larson < larson i(5 )ecowater.com > 

Subject: Update 

Tiffany, 

Sherwood was completed yesterday with a total of 11 filters and we will start Kenilworth today. 

Thank You, 

Kerry Dixon 
Owner/Manager 
3650 Airline Dr. Suite B 
Metairie, LA 70001 
Kerr v(S) kskmechanicalllc.com 
Office: 504-266-2122 
Cell: 504-493-8688 
Fax: 504-267-5761 
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